EFFECTIVE DATE: March 15, 1988 


SPECIFICATION FOR P.M. MENTHOLATED FOIL 

BRAND: ALPINE/& MARLBORO LIGHTS MENTHOL KS SP 20s (0940/1580) 


BASE FOIL CODE/ 15-160-A/114mrn 30# Aluminum/Golden Belt or 

DESCRIPTION/SUPPLIER: Reynolds Metal 


MENTHOLATED FOIL 

MATERIAL CODE: 16-001-B 


MENTHOL APPLICATION 76.0mg/150mni PFL* +/-3.80mg *Pack Foil 

RATE: (+/- =5%) Length 

- G.C. TARGET 76.0mg/150nm +/- 3.80mg 


MENTHOL SOLUTION 

CODE/DESCRIPTION: 05-827-A/Menthol 2-1 Solution/B 


PREPARED BY: 
APPROVED BY: 


S. M. Haywood Mri 
OpRATIONS SERVICES 


CC: LMCP - A. J. Thorpe 
Plant Q.A. 

S/S y M/C_ LV L v CAB. 

¥. G. Houck, Jr. 

G. J. Jeanrenaud 
G. I. Patron 
D. W. Sweeney 


REASON FOR CHANGE: ALPINE LIGHTS MENTHOL KS SP 20s, BRAND CODE 0940 ADDED 

TO SPECIFICATION. 


PREVIOUS: 11/24/87 


Source: https://www.industrydocuments.ucsf.edu/docs/rfwn0004 


2057689172 



